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9 March 1966 


BOB transmittal memo of request for 
annual ADP report stated that "an informa- 
tion system which is more properly re- 
sponsive to the needs of mgmt than the 
annual reporting system prescribed by 
Circular No. A-55 is under development." 

Mr. Becker planned to structure an in-house 
ADP mgmtt info system to fit the framework 
of BOB ' ^requirement when announced. 
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